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Sanford, and Thomas Smith, gentlemen, my execu-
tors of this my last will and testament; and do in-
treat my loving friends, Mr. John Heminge, and
John Lowyn, my fellowes, overseers of the same my
last will and testament; and I give to my said exe-
cutors and overseers for their pains (which I entreat
them to accept) the sum of eleven shillings apiece to
buy them rings, to wear in remembrance of me. In
witness whereof I have hereunto set my hand and seal
the fourth day of October, in the year of our Lord
one thousand six hundred twenty four.

JOHN UNDERWOOD.

A Codicil to be annexed to the last will and testa-
ment of John Underwood, late of the parish of
Little St. Bartholomew, London, deceased, made the
tenth day of the month of October, Anno Domini
one thousand six hundred twenty four or thereabouts,
viz. his intent and meaning was, and so he did will,
dispose, and bequeath (if his estate would thereunto
extend, and it should seem convenient to his execu-
tors,) these particulars following in manner and form
following: scilt. to his daughter Elizabeth two seal
rings of gold, one with a death's head, the other
with a red stone in it. To his son John Underwood
a seal ring of gold with an A and a B in it. To
Burbage Underwood a seal ring with a blue stone in
it. To Isabell one hoop ring of gold. To his said
son John one hoop ring of gold. To his said daugh-
ter Elizabeth one wedding ring. To his said son
Burbage one hoop ring, black and gold. To his
said son Thomas one hoop ring of gold, and one
gold ring with a knot. To his said daughter Isabell
one blue sapphire and one joint ring of gold. To
John Underwood one half dozen of silver spoons and
one gilt spoon. To Elizabeth one silver spoon and
three gilt spoons. To Burbage Underwood, his sou